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This set totals 22 cards and was available as an Insert in 1985 Topps 
rack packs. The backs state that it is the All-Star Game Commemorative 
Set and include the players name, position and league. There are 11 
cards each representing the American and National League teams from 
the 1984 All-Star game. Size: 2.5 * 3.5 in. 
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